The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL. L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



06/27/12 


Joseph Janezic 

Assistant District Attorney, SuffolkCounty 
Mr. Janezic, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # IHH 

3. Analysis sheet with chemist's hand notations and test results. 

4. GC/MS analytical data for sample # 


If you have any questions about these materials, please call me at the number below. 



Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Corbett email PRR 010787 






BPD Form 0038-BIS-Q907 (prev. 1753) 


ECU Control # 
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No. Date Analyzed: 

City: Boston D.C.U. Police Dept. 



Officer: P.O. Diana Lopez 
Def: 1^911 

Amount: SubsLSUB 


No. Cont: 1 ConL pb 


DateRec’d: 10/13/2011 
Gross Wt.; 31.81 



No. Analyzed: 
Net Weight: 

# Tests;-'| 


Findings: 


cosine 
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PRELIMINARY TESTS 
Spot Tests 

Thiocyanate (1^1)^ 4 jM 

Marquis_ 


Froehde's 


Microcrystalline Tests 

Gold 4- 

Chloride_ 

TLTA (\\) \ 

OTHER TESTS 


GC/MS CONFIRMATORY TEST 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\G4-201l\System8\12_02_ll\809605.D 
LAG 

2 Dec 2011 14:31 

BLANK 

1 

DRUGS. M 
RTE 


Abundance TIC: 809605.0\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 



809605.D Wed Jun 27 13:41:13 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 

F:\Q4-201l\System8\12 02 ll\809606.D 

Operator : 

LAG 

Date Acquired : 

2 Bee 2011 14:47 

Sample Name : 

COCAINE STD 

Submitted by : 


Vial Number : 

6 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance TIC: 809606.b\data.ms 



Ret. Time 


Area Area % Ratio % 


4.747 


1407448 100.00 100.00 


809606,D 


wed jun 27 13:41:16 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-201l\System8\12_02_ll\809606.D 

Operator : LAG 

Date Acquired : 2 Dec 2011 14:47 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 6 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID 


1 4.75 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


CAS# Qual 




809606.D Wed Jun 27 13:41:16 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-201l\System8\12 02 11\809611.D 

Operator 

LAG 

Date Acquired 

2 Dec 2011 16:04 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 809611 D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


809611.D Wed Jun 27 13:41:40 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201l\System8\l2_02_ll\809612.D 

LAG 

2 Dec 2011 16:19 


KAC 

12 

DRUGS.M 
RTE 


Abundance 

4000000 


3000000 


2000000 


1000000 


4.t59 


TIC: 809612,D\data.ms 


V~j—r—T- 

Time--> 2,00 

. '"T" 

3.00 

4.00 5.00 6.00 

7.00 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

4.759 


4765246 

100.00 

100.00 


809612 .D 


Wed Jun 27 13:41:25 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2011\System8\12_02__ll\809612.D 

Operator : LAG 

Date Acquired : 2 Dec 201 1 16:19 

Sample Name : 

Submitted by : KAC 
Vial Number : 12 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4,76 C:\Database\SLI.L 

COCAINE 000050-36-2 99 
COCAINE 000050-36-2 99 
COCAINE 000050-36-2 99 




809612.D Wed Jun 27 13:41:25 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q4-2011\System8\l2_02_ll\809616.D 

Operator : 

LAG 

Date Acquired : 

2 Dec 2011 17:22 

Sample Name : 

BLANK 

Submitted by : 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance TIC: 809616.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


809616.D 


Wed Jun 27 13:42:03 2012 


Page l 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q4-201l\System8\12_02_ll\809617.D 

Operator : 

LAG 

Date Acquired : 

2 Dec 2011 17:38 

Sample Name ; 

Submitted by : 

COCAINE STD 

Vial Number : 

6 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance 

1500000] 


1000000 


500000 


0 '] r r I I f-r 

Time-> 2.00 3.00 


4.7 


47 


TIC: 809617 Dldata.ms 


i—(—i—i—Hr—f—i—i—i—i—|—i—i—i—i—|—r"T—i—r—|—i—t—i—«—[—i—i—i i 1 i ' • i | i n r | r~r 

4.00 5.00 6.00 7.00 8.00 9.00 1 0. 00 11.00 12.00 


Ret. Time 

Area 

Area % 

Rat io % 

4.747 

1511894 

100.00 

100.00 


809617 .D 


Wed Jun 27 13:42:05 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4 -2 011\System8\12__02_ll \ 809617 , D 
LAG 

2 Dec 2011 17:38 

COCAINE STD 


DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NlST08.L 

Minimum 

Quality: 80 


C: \ Database \PMW__TOX2 . L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 4.75 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 



809617.D wed jun 27 13:42:05 2012 


Page 2 
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